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15. Definition of density. \V substances, such as lead, wood, manner described abov(\ they a: ent masses. The. term ff densit of 'Unit rolunn* of a substance.
Thus, for example, in the Kr the unit of volume and the pouiu foot of water is found to weigh ( English system tin* dcnxltii of WH
In the C.G.S. system the cu unit of volume^, and the. gram a* say that in this system the dt cubic, centimeter, for it will be r taken as the mass of 1 cubic otherwise expressly stated, den: stood to mean density in (/.(J.S xubxtance in the inditx in t/nnux t* totdnw.. For e.xample, if a block long, and 1 cm. thick weighs ^4 c,c. in the block, the mass o equal to ] 77t><?, or 7.4 g. per c<
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